Clean Energy Future Committee Meeting Agenda 
February 22, 2019 

8:00-9:00 a.m. 

Arlington Town Hall, Lyons Hearing Room (2"'^ Floor) 


Review & Approve Minutes from 1/25/19 

Presentation on Effective Methods to Reduce Greenhouse Gas Emissions 
Pasi Miettinen, CEO, Sagewell Inc. 


Updates on Town GHG Related Programs and Events 


Other Business? 


Next Meeting: March 22 






